MORPHINE SULFATE RESULTS 



Sample ID# 


Observations 

Morphine Sulfate 
(mg/mL) 



Punctured/Liquid Level Similar to Control 

0.42 



Punctured/Higher Liquid Level 

0.43 



Punctured/Similar Liquid Levels 

0.48 



Punctured/Slightly More Liquid 

0.42 



Punctured/Slightly Less Liquid 

0.46 



Punctured/Less Liquid 

0.08 



Punctured/Similar or Slightly Less Liquid 

0.08 



Punctured/Less Liquid 

0.07 



Punctured/Slightly Less Liquid 

0.08 



Punctured/Similar Liquid Levels 

0.18 



Punctured/Slightly Less liquid 

0.79 



Punctured/Liquid Level Similar to Control 

0.75 



Punctured/Slightly More Liquid 

0.96 



Punctured/Slightly More Liquid 

0.95 



Punctured/Liquid Level Similar to Control 

0.98 


Folk OIG PRR 001344 


































